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le The following new construction work wes nn) 25X1A 


ao About 20 te 30 feet of a new 500-foot quay has ‘been finished. The 
reneinder is svill undergoing the filling-in stage. 
stone-barge toved by a motor caique; the stones dumped were om the quey 
foundation the next morning. 


1A 


bo ‘The warshouse which was atarted a few months aro ia still in the concrete- 
pouring stags» 


co A new construction which resembles a type of hangar las been started near 
the earmmunition dump. 


d. The 15-ten crane which was started about 3 months ago is now in operation. 
This is a British electric crane, built by Clyde Co., Unglend. Two more 
5=ton cranes, also built by Clyde, are awaiting erection. This 15=ton 
crane, which Was undergoing construction as long ago as November 1949, 
has 2 hocks, one for lifta up to 5 tons and the other for heavy lifts 
up tol6 tons. 


CLASSIFICATION (Gapiaamaniinneamnd - 


sate Tx [mE [lice | OsTRIBUTION TAL or 
fan Peete fetes I SONEIDEN IME 


men oe 


meant la hereby regraded to 
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etter of 16 October 1078 from it 
Director of Central Intelligence 10 
Archivist of the United States. 
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